November 1966 


Brief 66-10514 

• ^ , 


NASA TECH BRIEF 



NASA Tech Briefs are issued to summarize specific innovations derived from the U. S. space 
program and to encourage their commercial application. Copies are available to the public from 
the Clearinghouse for Federal Scientific and Technical Information, Springfield, Virginia 22151. 


In-Tank Shutoff Valve Is Provided with Maximum Blast Protection 



The problem: 

To provide maximum blast protection to liquid 
hydrogen and lox tank shutoff valves during rocket 
engine test operations. Conventionally placed valves 
are frequently damaged during test operations re- 
sulting in fires caused by valve leakage. 

The solution: 

An “in-tank” shutoff valve that is installed with 
the valve poppet and actuator inside the tank. 


How it's done: 

The valve is installed directly at the tank outlet 
flange with the valve poppet and actuator inside the 
tank. Special seals are utilized because of the cryo- 
genic fluids surrounding the actuator. The valve is 
constructed with a vertical rising poppet contained 
in a cage housing permitting free flow of the tank 
fluid. The valve minimizes heat leakage and the valve 
seat is capable of complete shutoff under most operat- 
ing conditions. 

(continued overleaf) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
Government nor any person acting on behalf of the United States 


Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 



Notes: 

1. This valve design may be applicable wherever 
explosive fuels are used and where space is ex- 
tremely limited: chemical and petroleum indus- 
tries, shipboard applications, rocket engine test 
sites, etc. 

2. The in-tank valve is currently being used in lox 
and liquid hydrogen tanks at a rocket engine test 
site. 


3. Inquiries concerning this innovation may be di- 
rected to: 

Technology Utilization Officer 
Marshall Space Flight Center 
Huntsville, Alabama 35812 
Reference: B66-10514 
Patent status: 

No patent action is contemplated by NASA. 

Source: C. F. Holden 
of North American Aviation, Inc. 

under contract to 
Marshall Space Flight Center 
(M-FS-1529) 
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